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Editorial 


This article will be written based on the author’s 
observations and clinical experiences in her 29 years in 
the medical profession in which after her specialization in 
infectious diseases in Brazil in 1995, she had the opportunity 
to study other older medicines such as traditional Chinese 
medicine [1]. 


The reason why she will use reasoning from traditional 
Chinese medicine to explain the process involved in the 
implantation of metallic implants inside the patients’ body 
is following Hippocrates (460 bce - 375 bce), father of 
Medicine, that said that we should study the oldest medicine 
before current medical practice [2]. 


What shocked the author, was when she treated a patient 
who had symptoms of depression and he did not improve 
with any type of treatment instituted by doctors, whether 
using antidepressants and even using therapeutic measures 
in Chinese medicine, such as the use of Chinese dietary 
therapy, acupuncture, moxibustion and filling the energy of 
the organs with homeopathic medicines using the theory 
Constitutional Homeopathy of the Five Elements based om 
Traditional Chinese Medicine, as Huang (2018) wrote in the 
article describing this case, entitled Can Biomaterial Surgical 
Implants Influence the Body’s Health? [3,4]. 


In this article, the author describes a patient that only 
improved the symptoms of depression with the removal of 
the metallic implants that he had placed two years ago before 
the onset of symptoms of depression after a motorcycle 
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accident [4]. 


The patient improved completely his symptoms of 
depression after two hours of having his titanium rod 
removed from his right leg, as his orthopedic surgeon agreed 
to take out this device from him [4]. 


In this same article written by Huang (2019) entitled Can 
Biomaterial Surgical Implants Influence the Body’s Health?, 
she is reporting another patient that had an acceleration 
of the aging process after the placement of titanium dental 
implants [4]. 


Through other patient reports, Huang (2019) wrote in 
another article entitled Energy Alterations as the Underlying 
Cause of Primary Hypertension, a patient began to present 
high blood pressure days after titanium implant placement 
in teeth [5]. 


In another article written by Huang (2020) entitled 
Energies Alterations and Chakras Energies Deficiencies as 
Underlying Cause of Essential Tremors, she reported another 
patient that was treating essential tremor about six years 
after having placed the right knee prosthesis [6]. 


In another article written by Huang (2021) entitled 
Chakras’ Energy Deficiencies as the Cause of Fatigue Post SARS- 
CoV-2 Infection Patients Treatment, the author is describing 
another case of a 67-year-old patient who had tooth titanium 
implant in 2000 and develop prostate cancer in 2014 [7]. 
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In the Western medicine’s perspective, all these 
correlations are very difficult to proof that was the metallic 
implant that caused the consequences in all these patients 
reported in this article [4]. 


But what they all have in common was a profound energy 
deficiency in the five massive internal organs (Liver, Heart, 
Spleen, Lung and Kidney), which all the studies shown by 
the author, may be related to exposition to electromagnetic 
radiation, that the whole world population is suffering today, 
in all countries and continents. All these alterations were 
described by Huang (2021) in the article Energy Alterations 
and Chakras’ Energy Deficiencies and Propensity to SARS-CoV-2 
Infection. The use of any metallic implants in the patient body 
can lead to worsen of this lack of energy condition, that the 
author showed this correlation demonstrated in the article 
written by Huang (2018) entitled Can Biomaterial Surgical 
Implants Influence the Body’s Health? [4,8] . 


The lack of understanding by Western Medicine that the 
human body is made of energy, after the implementation of 
the Flexner report (1910) and which they consider scientific, 
only what they can see by the naked eye, causes the energy 
part of the human being to be left out and therefore, they are 
not studied nowadays by the Faculty of Medicine and so, it has 
been delayed and causing harm to patients with regard to the 
prescription of medications and the treatment of symptoms 
and diseases that are based on energy changes [9]. 


The author recently assisted a patient with lumbar pain 
in the spine, that had scoliosis and who underwent spinal 
fixation with a titanium rod from the lumbar to cervical 
region of the column. There was a need for placement with 
titanium plate, 3 screws for fixation of this spine, and was 
advised by the doctor said that “the placement of these rods 
would have no side effects and no harm to the patient”. 


The effect caused on the patient’s body can be easily 
evaluated through the O-ring test, which is the exam that can 
be easily performed by every doctor to assess whether such 
metal, medicine, food or any substance, can be harmful or 
not to the health of the patient [4]. 


The description ofhowthe doctor can do this examination 
method was explained in the article Can Biomaterial Surgical 
Implants Influence the Body’s Health? [4]. 


In all chronic diseases, nowadays they are formed 
by energy alterations, especially the energy deficiencies 
of the five massive internal organs, which the author has 
demonstrated in several articles published by Huang (2021) 
as in the article Energy Alterations and Chakras’ Energy 
Deficiencies and Propensity to SARS-CoV-2 Infection, and in 
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the article also written by Huang (2019) entitled Why Are 
Diabetic Patients Still Having Hyperglycemia Despite Diet 
Regulation, Antiglycemic Medication and Insulin? [8,10]. 


The same thing is caused by the use of cell phones and 
computers today, as the author wrote in the article entitled 
The Influence of Cell Phones and Computers on Our Immune 
System [4]. 


Therefore, the author currently recommends the use 
of other materials for making these prostheses, as she 
presented in the article Can Biomaterial Surgical Implants 
Influence the Body’s Health?, in which to produce prostheses, 
the material called zirconium for the use in cases of dental 
implants, instead of metallic implants made by titanium 
or carbon. Other studies should be done to contain teeth 
and prostheses to fix the bone, in cases of bone fracture, 
as metallic materials are currently reducing vital energy 
and energy is important for our immunity, as the author 
reported in the article written by Huang (2021) entitled Are 
We Vaccinating Immunocompetent or Immunocompromised 
People for COVID-19? [4,11]. 


Ideally, if there are techniques to clinically improve 
patients without having the physician to place these 
prostheses, would be the best way, since metals can cause 
a deficiency in the patient’s energy, that are invisible to 
the naked eye, and all these alterations do not appear ina 
laboratory exam [4]. 


The disease development process follows five phases, as 
explained by the author in the article written by Huang (2020) 
entitled The Importance of Treating Energy Imbalances and 
Chakras Replenishment for Prevention and Treatment Chakras 
Replenishment for Prevention and Treatment of Cancer. In this 
article, the author said that in the first three phases, only 
energy changes occur, but there are no alterations in the 
laboratory and radiological exams, where these exams are 
usually normal [12]. 


To develop a disease, it takes about five years or more of 
energy alteration, to have a laboratory change, that can alter 
only in stage four of the evolution from health to disease. 
And to take the cancerous formation, from 10 to 20 years 
of energy change, as the author demonstrates in a clinical 
case in the article written by Huang (2021) entitled Chakras’ 
Energy Deficiencies as the Cause of Fatigue Post SARS-CoV-2 
Infection Patients Treatment, in which the author described 
a patient that had a dental implant in 2000 and developed a 
malignant prostate cancer in 2014 [7]. 


Therefore, the study of energy alterations is of 
paramount importance today and should be included in 
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the medical curriculum in all medical schools, because the 
diseases that we are treating nowadays, such as in COVID-19 
disease, the changes presented by the patients are all in the 
energy level and are not visible to the naked eye. Therefore, 
the development of all diseases is still not understood in its 
entirety due to the implementation of the Flexner report 
in 1910, in which only everything that could be proven 
radiologically and in the laboratory will be considered 
scientific. In this report, they not taking into account energy 
alterations, which were studied through more holistic 
medicines, such as by traditional Chinese medicine [9]. 


Now, we are experiencing the deleterious consequences 
of this implantation, because the process of health to 
disease formation was understood only after the energy is 
materialized. The part that is invisible to the naked eye is 
not studied yet, as this process was considered unscientific 
explained by the author (2021) in the article entitled 
What Flexner Report did to Our Medicine after 100 Years of 
Implantation? [9]. 


In the author’s daily practice, all chronic diseases came 
from energy deficiencies, as she demonstrated in other 
articles written by her (2019) entitled Why Are Diabetic 
Patients Still Having Hyperglycemia Despite Diet Regulation, 
Antiglycemic Medication and Insulin?, and in another 
article written by Huang (2021) entitled Chakras’ Energies 
Deficiencies as the Main Cause of Myocardial Infarction 
without Arterial Obstruction [10,13]. 


So, the author through this editorial article wants to 
transmit to the doctors that the implantation of metallic 
implants inside the human body can lead to less energy level of 
the internal organs, leading a state of immune deficiency and 
to have more propensity to acquire any chronic disease such 
as hypertension, myocardial infarction, strokes, depression, 
anxiety, panic syndrome, and many other diseases, as 
demonstrated by the author in all her publications. As said 
by Albert Einstein, We cannot solve our problems with the 
same thinking we used when we created them [5,13-18]. 
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